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on-masks-for-children/). The “additional scientific review” JAMA Pediatrics mentions in the 
retraction was not sent to us despite our asking for it twice. 








We therefore publish here the full text, as it was submitted to another peer-reviewed journal, 
where it is currently under review. The text might change as a consequence of peer-review. 
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Key Points 


Question: We wanted to know whether carbon dioxide levels in inhaled air rises beyond 
acceptable levels under mouth and nose covering (MNC)/face masks in children. 


Findings: In an experimental, intra-individually controlled measurement study in 45 healthy 
children we found a highly significant rise from 2.700 parts per million (ppm) CO; at baseline 
to more than 13.000 ppm under surgical masks after only 1 minute, and to nearly 14.000 ppm 
under FFP2-masks. 


Meaning: Wearing mouth and nose covering induces a rise in carbon dioxide levels in inhaled 
air in children that is beyond any accepted safety levels. 
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Abstract 


Background: During the Covid-19 crisis many governments have made wearing mouth 
and nose covering (MNC) for children compulsory in schools and public transport. We do not 
know whether the carbon dioxide (CO2) levels of inhaled air under MNC rises to levels that 
might be a health hazard for children. 


Objective: To determine whether CO; levels in inhaled air rise with MNC and to what 
levels in short term measurements under two commonly used MNC types, surgical masks and 
FFP2 (N95) masks, compared to baseline. 


Design: Experimental, intra-individually controlled study with a pre- and post- 
measurement baseline and randomized, counter-balanced application of two different MNC 
types, surgical and FFP2 (N95) masks. CO; content was measured every 15 seconds using an 
automated dual-wavelength infrared CO; measurement device (G100, Geotech, Leamington 
Spa, UK) over 25 minutes in a short-term experimental setting. 


Setting: Private practice with stationary measurement set-up. Measurements were 
conducted in seated resting children. 


Participants: 45 healthy children of school-going age between 6 and 17 years who 
volunteered and gave written informed consent. 


Interventions: Application of two types of commonly worn MNC: surgical masks and 
FFP2 (N95) masks in randomized order for three minutes each. 


Main Outcome Measure: Carbon dioxide (CO2) content of inhaled air under baseline 
conditions and two types of MNC; CO, was also measured in exhaled and in the mixture of 
inhaled and exhaled air. As control variables we measured ambient CO: several times during a 
measurement and kept ambient CO; well below 1.000 parts per million (ppm) through 
frequent ventilation. We measured breathing frequency and pulse as potential moderator 
variables. 


Results: Forty five children, 25 boys, 20 girls, between age 6 and 17, with a mean age of 
10.7 years (standard deviation 2.6) were measured. We measured 2’678 ppm (SD 1’080) CO; at 
pre-baseline and 2’814 (SD 1’055) at post-baseline, a non-significant small difference. We 
measured 13’125 ppm (SD 3’836) under surgical mask and 13’913 ppm (SD 3’738) under FFP2 
mask. A linear model with age as a covariate showed a highly significant change over time (p < 
1*10°). Appropriate contrasts revealed that the change was due to the masks only and the 
difference between the two types of masks was small and not significant. 


Conclusion and Relevance: Wearing of MNC (surgical masks or FFP2/N95 masks) 
raises CO? content in inhaled air quickly to a very high level in healthy children in a seated 
resting position. These results should prompt decision makers in schools and governments to 
reconsider orders for compulsory MNC, as CO; rises of such a magnitude might be hazardous 
to children’s health and explain some of the frequently documented effects such as fatigue, 
headache, dizziness and irritation. 


Key Words: Covid-19, face masks, children, carbon dioxide, breathing, CO», 
randomized study 
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Background 


Since the WHO has alarmed the world to the SARS-CoV2 pandemic in March 2020 
most governments try to stop the spread of the novel corona virus. The governments of 
Germany and Austria, and possibly in other countries as well, have begun to make the wearing 
of nose and mouth covering (NMC), or face masks, compulsory for children going to school. 
The evidence-base for such a procedure to prevent infection is mixed at best. Two recent 
systematic reviews reach the conclusion that wearing face masks does not prevent infections by 
influenza virus, which is very similar to SARS-CoV2 '’. Only very few data support the wearing 
of NMC in general contexts, and practically none for children °. Perhaps wearing NMC is 
popular, because in Hong Kong and Taiwan it was possible to stem the infection rapidly and 
here 98% of the population was wearing NMCs in public *. A review of non-randomized studies 
concludes that a small benefit cannot be excluded °. However, the first pragmatic randomized 
study comparing the suggestion to wear NMC in public with no recommendation found that 
the effect is small and not significant‘: of 6.000 participants 42 or 1.8% were infected in the 
experimental group, and 53 or 2.1% in the control group. When comparing those that actually 
did wear the masks the effect was even smaller. Positive effects of MNC for preventing 
infections in community settings are likely small and probably only useful in high incidence 
environments °. 


Against this background of a potential but unknown small protective benefit the 
question whether NMC increases carbon dioxide in breathed air is getting more important. The 
first large scale German survey in parents and children, the Co-Ki-study of the University 
Witten/Herdecke using data of 25.930 children has shown that children report side effects to a 
high percentage °: 68% of parents report that their children have problems. Most frequently 
they report irritation, tension and stress (60% of parents report this), headaches (53%), 
difficulties concentrating (50%), fatigue and sleepiness (30%). It is possible that a high content 
of carbon dioxide in breathed air might be causal for those symptoms and complaints. 


The normal content of carbon dioxide in breathed air in the open is about 0.04 volume 
% (i.e. 400 parts per million/ppm). 0.2 vol% or 2.000 ppm are acceptable for closed rooms 
according to the German federal environmental office”. This is at the same time the cut off for 
children and pregnant women, which is considered safe. Maximum concentration at the 
working place for healthy adults during 8 hours of work and 40 hours per week is considered 


0.5 vol% or 5.000 ppm. 


To the best of our knowledge there are no solid peer-reviewed data on carbon dioxide 
concentration in breathed air under NMC, especially for children. There are two studies that 
measured end tidal CO; pressure (PetCO2) in children wearing face masks using capnographs. 
One study measured 47 healthy children for 60 minutes, with and without exertion ''. While 
there were no significant changes, PetCO> fell by 0,5 mm Hg in the younger children and by 1 
mm Hg in the older children after mild exertion. The other study measured 106 children over a 
period of 45 minutes using two different masks and a scheme of mild exertion. They found a 
rise in PetCO by 3.2 mm Hg, and a clinically relevant standardized mean difference (d) of 1 
standard deviation in a resting condition and a rise by 3.8 mm Hg under slight exertion, 
equivalent to an effect size of d = 1.3. '” While the outcome parameters were clinical safety 
limits which were not violated and distress signals which were not seen, this study shows that 
physiological parameters change. But none of the studies measured the actual carbon dioxide 
content in inhaled air under a face mask. 
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Ing. Dr. Traindl, coauthor of this study, has made some pilot measurements in 3 
persons and found 3-5% CO) in breathed air under NMC (30.000 - 50.000 ppm). One of 
these volunteers was a child, and here CO>-concentrations were steadily measured at 3,4-5,0 % 
(34.000-50.000 ppm) ”. A team from South-Tyrol/Italy conducted measurements in November 
2020 in 24 volunteers using different types of NMC and clarified discrepancies to a study that 
had been conducted by the official government of the autonomic region in Bolzano '*. The 
results reported by Ing. Oberrauch are considerably higher than those reported by the 
government. This is obviously due to the fact, that the governmental working group of the 
region of Bolzano had subtracted the environmentally measured carbon dioxide values from 
measures, which led to an artificially lowered result. The data of the South Tyrolian study '* 
regarding different types of NMC range from 3.143 ppm for baseline with no mask to 7.292 
ppm for surgical masks and 15.000 ppm with FFP2. These were results with adults and a few 
children and adolescents, and to our knowledge no systematic data on CO? content in inhaled 
air under NMC exist for children. 


This is the reason why we wanted to measure in a well-controlled, experimental study in 
volunteer children carbon dioxide content in inhaled air with and without different types of 
NMC to find out whether raised values are found under different conditions and how CO; 
content changes in inhaled air under NMC. 


Method 
Participants 


Participants were children at school age, whose parents have shown interest in the study 
and were willing to give consent for their children to participate. Children also gave their own 
consent. The children were healthy, free from infections or neurological diseases, had no 
psychological disorders that would produce problems during wearing a face mask and had no 
medically indicated exception from the compulsory NMC order for school children that was 
effective in Germany at the time of measurement. 


Participation was strictly on a volunteer basis and no remuneration was given. An 
informed consent and information leaflet for children was presented and informed consent of 
children and their parents was sought. The study was approved by the Ethics Committee of the 
University Witten/Herdecke (Registration Number 22/2021). 


Measurements and Design 


We measured in a short-term experimental protocol how the COxconcentration in 
inhaled air in the facial area without NMC and under NMC developed. The main outcome was 
the carbon dioxide content of the inhaled air, both under normal conditions and under NMC 
condition. We also measured the COxconcentration in exhaled and mixed inhaled/exhaled air 
in NMC, and the CO,concentration in inhaled air without NMC (baseline). The design of the 


study was an intra-individually controlled experiment with a baseline measurement before and 
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after the experimental measures. Children wore a surgical mask and a FFP2 mask in 
randomized, balanced order. The measurements were taken by an automated device through a 
measurement tube fixed to the face of the child about 1,5 cm distant from the nostrils, between 
upper lip and nose, with a flexible band that was adapted to the head size of the child. The 
device (G100 CO: incubator analyzer, Geotech, Leamington Spa, UK) measures CO; content 
of the air via dual wavelength infrared measurement every second; measurement range (full 
scale): 0 - 20 vol.%; accuracy + 1% of measurement range after calibration. The calibration by 
the manufacturer with standard gases states that in the measuring range of 0-5 vol % the 
device has a precision between 0.064 and 0.080 vol%, i.e. a precision of + 0,1 vol% of the 
calibrated range. The response time of the CO; sensor is approximately 1 second. The response 
time of the whole system - sensor and measurement tube - is dependent on the length of the 
tube and was less than 20 seconds in our case. 


The measurement tube remained in place throughout the measurements, which lasted 
approximately 25 minutes for each child. Apart from time for preparation, 3 minutes 
measurement were taken for baseline carbon dioxide in inhaled air without face mask. Nine 
minutes measurement for each type of mask were allowed, 3 minutes for measuring carbon 
dioxide content under the face mask in joint inhaled and exhaled air, 3 minutes for measuring 
carbon dioxide during inhalation and 3 minutes during exhalation. As carbon dioxide content 
rises through exhalation and its rapid diffusion is prevented by the fabric of the mask which 
accumulates the exhaled COs, it is important to know and to measure the amount of CO; in all 
types of air, especially in inhaled air. 


During baseline, carbon dioxide during inhalation only was measured. During mask- 
wearing carbon dioxide joint mixed air was measured first. This is the air that is freshly inhaled 
and mixes with the exhaled air that accumulates in the dead space volume of the mask. Then 
carbon dioxide in inhaled air only was measured, and finally carbon dioxide in exhaled air only. 
The measurement of the respective breathing phases was initiated by a medical doctor (RW) 
who observed the breathing patterns of the child carefully, and triggered the aspiration 
mechanism, a pump that is integrated in the measurement device, once the target phase 
(inhalation, exhalation) began and ended the measurement, when the target phase was over. 
This assured that only the particular type o fair that was intended for measurement was 
collected in the measurement tube and was then forwarded to the measurement sensor. 


As the measurement device aspires the air through a small tube to the analyzer, there 
was a delay of 15 seconds until the target sample reached the device. This time delay was taken 
into account, when defining different phases for the analysis of the measurements. 


During the first 3 minutes under the face mask the mixture of inhaled and exhaled air 
that collects under the mask (called “joint air”) was measured. Then, after a 30 second waiting 
period to allow for the adaptation of the system to the new measurement, CO, was measured 
exclusively during inhalation for another 3 minutes. And, after a second measurement break of 
30 seconds, CO2 was measured exclusively during exhalation. The face mask was changed, 
which took around another 30 seconds and the same sequence as before was carried out (see e- 
Figure 1 in the Supplement for a sample measurement protocol). Each child was provided with 
a fresh set of masks. Masks by different producers were used randomly to cover an adequate 
and practical range of masks used in the community and to avoid any potential producer bias 
(see e-Table 1 in the Supplement). 


While the sequence of masks was counterbalanced and randomized, the sequence of the 
measurements for one condition was always CO; content in joint air first, then inhaled and 
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finally exhaled air. This sequence was kept in order to have a comparable time lag for each type 
of measurement per child. 


The measurement protocol was published in advance and is available at the Open 
Science Foundation platform at 


https://osf.io/yh97a/?!view_only=df003592db5c4bd lab183dad8a7 1834. 





During each experiment the room was well ventilated several times and control 
measurements were taken of the CO; content of ambient air several times during each 
measurement with a second measurement device (PCE-CMM 10 by PCE; measurement range 
Oppm - 5.000ppm [0-0,5vol%], resolution 1ppm). CO; content was always kept well under 
1.000 ppm or 0,1 volume %. 


Measurement Protocol 


First, measurements of CO; content in inhaled ambient air without MNC were taken (3 
minutes, baseline 1). This was followed by measurements of air under masks. The sequence of 
masks was randomized and counterbalanced. Measurement of air under one mask took 
approximately 9 minutes per mask, 3 minutes for each of the 3 different measurement types 
(joint, inhaled, exhaled air). Finally, a 3-minute post-baseline measurement without mask 
concluded the protocol. At the final minute of each MNC-measurement block pulse and 
breathing frequency were measured, as well as blood oxygenation. There were the following 
deviations from the original protocol which were due to simplifications and time restraints: The 
experimental measurements were approximately 18 minutes in length instead of 15. The blood 
oxygenation measurements were not carried on after the measurements of the first children had 
revealed that blood oxygenation never dropped below 98% and was nearly always at 99%, 
making this variable superfluous. We did not carry out measurements of temperatures and of 
the breathing volume, as we did not expect reliable results with a face mask. Also, anticipated 
measurements of the breathability of the material were not done, as these were intended for 
potential “community masks” which were not used. 


Controls, Randomization and Quality Assurance 


Blinding was considered unnecessary, as the measurements are objective. Measurements 
were conducted exclusively with calibrated and producer-certified apparatuses. The measuring 
engineer has ample experience in using the apparatuses and has conducted a pilot study. He is a 
court-certified, oathbound authorized expert for the measurement of the burden of indoor air 
with carbon dioxide and methane. Data were documented in real time by written 
documentation and data capture via the instruments used (data tracing, screen snap shots). 
Although the device took measures every second, we used only measurements every 15 seconds, 
because this assured that the whole period of one experiment of 25 minute duration could be 
documented on one screen (see e-Figure 1). The data of one sequence of 3 minutes 
measurement (i.e. joint air, inhaled air, exhaled air, 12 to 15 measurements per sequence) were 
then averaged for statistical analysis. 
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The sequence of masks was randomized and randomization was stratified by age of 
children (below and above age 10). Randomization was conducted using randomizer.org. Two 
sets of random numbers were prepared, for children up to 10 years of age and older. A coin toss 
decided whether even or odd numbers meant first surgical or first FFP2 masks. Accordingly, 
cards with the sequence written on it were put in sealed opaque envelopes with sequential 
numbering of the child and the age category written on it. Hygiene rules were followed 
according to regulations. Personnel was tested to be free of SARS-CoV2. 


Statistics - Power Analysis 
Power Analysis 


There were no pilot data available, hence we based our analysis on existing data '*. We 
assumed that we will measure 3.000 ppm (or 0,3 vol%) CO: at baseline, i.e. a value which is 
slightly above current accepted norms because 1.000 ppm was expected to be ambient air and a 
higher value was expected because exhaled CO; remains in the vicinity of the face for a while. 
Thus, this is a conservative estimate. We assumed further masks will produce values between 
5.000 ppm and 12.000 ppm CO: in inhaled air. The table of raw-data from '* allowed us to 
calculate the mean for COrcontent of breathed air without masks as 3.143 ppm, with surgical 
mask of 7.292 ppm, as well as a standard deviation of 2.500 ppm for surgical masks, and 1.000 
ppm for no masks. This results in standardized mean differences (calculated with the larger SD 
for a conservative estimate) of d = 1.6. In order to secure such a strong effect with 90% power 7- 
9 children would have been sufficient per comparison, i.e. 18 children altogether. We used a 
safety factor of 2 and aimed at 40 to 50 children to be included. 


Handling of Missing Data and Data Treatment 


There were few missing data. In some cases, children stopped their experiment early and 
were not willing to allow for a post-measurement baseline. Such missing values were not 
interpolated. Sometimes a phase of measurement, for instance inhalation under surgical mask, 
was comparatively shorter than other phases or those of other children. However, in each and 
every case, there were enough data to calculate a phase-specific average. Data were averaged 
between the phases (baseline pre, mask 1 joint mixed air, mask 1 inhalation, mask 1 exhalation, 
mask 2 joint mixed air, mask 2 inhalation, mask 2 exhalation, baseline post). 


Statistical Analysis 


The statistical analysis used a linear model with a time-factor. As the mask-type was 
counterbalanced, a check was run whether there was a sequential effect using a simple t-test and 
visual inspection. There were no differences between the sequences, and hence the sequence 
was not entered into the model as categorical predictor. Preconditions of linear modeling were 
checked and met. Since some of the children were not able or willing to stay until the post- 
baseline measurement, this was discarded from further analysis, because the missing data would 
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have reduced power. There was no numerical and statistical difference between the baseline 
and the post-baseline (see e-Figure 3 in the Supplement). Correlations of predictors such as age, 
breathing frequency, pulse frequency, ambient CO; levels were inspected via scatterplots. The 
only potential predictor was age which was negatively correlated with CO; content of inhaled 
air, i.e. the CO; content was larger for younger children, and this was used as a covariate in the 
linear model (See Figure 1). All analyses were calculated using Statistica Version 13.3. 


Results 


Forty-five children or their parents called in to participate in the study. Due to 
organizational restraints - the experiment was tightly timed - and because after three days 45 
participants, the figure stipulated in the protocol, was reached we stopped recruitment. No 
child was excluded because of a medical condition or exclusion criteria. Children were included 
in sequential order as they called in for the study. The mean age was 10.73 years (standard 
deviation 2,63; range 6 - 17). Twenty children were girls, 25 were boys. 


Results are presented in Table 1. Figure 1 presents the correlation scatterplot of age vs. 
carbon dioxide under FFP2 masks. 


Table 1 - CO2 values (vol%) under different conditions: means, (standard deviation), 


[95% confidence intervals], median, minima and maxima, n); * - main outcome 












































Mean (SD) Median | Minimum | Maximum 
Baseline Pre (n=45) er 0,230 0,1 0,628 
Baseline Post (n = 39) bon ee 0,260 |o1 0,525 
a Surgical Mask (n = a 1,300 0,577 2,554 
*Inhaled FFP2 (n = 45) Ree 1,375 0,6 2,475 
ee a [me fis [m 
a Surgical Mask (n = noes 4116 | 1,783 4,754 
os on De 561; 2,793 ae as a 
Exhaled FFP2 (n = 45) a 3,975 2,592 5,24 
Ambient Air CO, Content 0,074 0,067 0,083 
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Scatterplot for Inhaled Air under FFP2 mask vs. Age 
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Figure 1 - Scatterplot of CO; content in inhaled air under FFP mask vs. Age with locally 
weighted scatterplot smoother to demonstrate approximate linearity 


The linear model over time is presented in figure 2. 
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Carbon Dioxide in Inhaled Air over Time 
Actual Effect: F(2, 86)=32,910, p<,000001 
(Calculated for Covariate Age at 10.73) 


Vertical bars show 95% confidence intervals 


2 


CO, vol % 








Baseline Surgical Mask FFP2 
TIME 


Figure 2 - Average carbon dioxide content (vol%) in inhaled air during baseline (no mask) and 
after 6 minutes breathing under a surgical and a FFP2 mask; results of a linear model with age 
as covariate 


Linear modeling with age as a significant covariate (covariate age: F = 5.6; p = .022; 
partial eta’ = 0,11; interaction age*time: F = 4.09; p < .02; partial eta’ = 0.08) revealed a strong 
time effect (F = 32.9; p < 1 *10°; partial eta’ = 0.43). Contrasts showed that the effect is due to 
the difference between baseline and both masks jointly. Contrasts between the two types of 
masks were not significant (F = 2,38; p = .13). Residuals were normally distributed and the 
linearity assumption was met. Linear models of the other carbon dioxide measures - in exhaled 
air, in joint inhaled and exhaled air and an average of all three - reveal the same pattern of very 
steep rise from baseline and no difference between the two types of masks, with FFP2 masks 
showing slightly higher values and were all highly significant. E-Figure 4 represents this pattern 
from the data in Table 1 as a Box-and-Whiskers-Plot. 


There were no significant effects in breathing frequency and in pulse, although a slight 
increase both in breathing frequency and pulse was visible (e-Table 2). Oxygen saturation of the 
blood remained always at 98-99%. 


Discussion 
The goal of this study was to find out, whether children breathing under a face mask - a 
surgical mask and an FFP2 mask - would be exposed to carbon dioxide levels in inhaled air 
beyond those assumed safe and not hazardous to health under current regulations in Germany. 
We deliberately used a still setting in which children were not exposed to any physical or 
mental workload that would increase their demand on oxygen supply. Even under conditions of 
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sitting still for approximately 9 minutes with each mask, we measured strong increases in the 
carbon dioxide of the inhaled air under the face mask. The increases were numerically large and 
statistically highly significant. The results were very robust. 


A value of 5.000 parts per million (ppm) or 0,5% volume of CO: is considered the 
maximum exposure level of the German healthy at work regulations for workers during the day. 
An official statement of the German Federal Environmental office states that any value above 
2.000 ppm (i.e. 0,2 vol%) in indoor air is “not acceptable”.' 

We measured between 13.000 and 13.750 ppm of CO: in median in inhaled air under 
surgical and FFP2 masks, which is by a factor 6 higher than the 2.000 ppm that is already 
deemed “inacceptable” by the German Federal Environmental office. This limit of 2.000 ppm 
of CO; is by a factor 5 higher than the CO; content in normal air (400 ppm). What we 
measured is an average value of inhaled air during 3 minutes of measurement and after 6 
minutes of wearing each mask. It is safe to assume that later measurements would have not 
produced lower values, although it would be interesting to learn what longer time monitoring 
would result in. Children under normal conditions in schools wear such masks for a much 
longer time span, often for hours. This high content of CO; in breathed air may explain why in 
a large German survey in more than 25.000 children 68% of the parents report impairments 
and problems °. Most of them can be understood as consequences of elevated CO; levels in air, 
which might lead to functional and physiological impairments.'” A transcutaneous 
measurement study in medical personnel wearing surgical masks for 30 minutes confirmed that 
surgical masks lead to a re-inhalation of carbon dioxide and to an elevated partial pressure of 
CO; which is not compensated by altered breathing patterns. Although we did see 
occasionally changed breathing, overall breathing frequency did not change during our 
experiment. 


Why were our CO, measurements so high? We assume that the inhaled fresh air mixes 
with the exhaled air retained partially by the mask in its dead space volume and hence the CO? 
content of the inhaled air is successively increased until a comparatively high level is reached in 
a kind of novel steady state. This likely represents the exhaled CO; that is partially trapped in 
the dead space volume of the face mask and mixed with the fresh air coming in with each 
breath. This is supported by direct measurement study with similar results '° 


Two studies in children wearing NMC did not find clinically relevant altered end tidal 
CO: pressure''””. One of them, however, found a relevant change of 3,2 mm Hg, or 3,8 mm Hg 
respectively, after 45 minutes wearing NMC. No study evaluated long term breathing 
physiology. We were not interested in capnography and physiological values, but in the actual 
CO: content of inhaled air. Relevant safety regulations use this parameter to determine safety 
levels, as ample evidence exists that exposure to CO: levels beyond 2’000 ppm poses a health 
risk'®. The human organism seems to have enough buffering capacity for a while, until such 
elevated CO: levels translate into physiologically visible distress signals. We did not see changed 
breathing patterns or a decline in O>saturation short term. But the symptoms often reported by 
children ° are consistent with subclinical symptoms of hypercapnia." We note that even the 
child with the lowest CO; level in inhaled air (Figure 1) was by a factor 3 over the limit of 0,2 
vol%, and the child with the highest CO: level in inhaled air was measured at 25.000 ppm, by a 
factor 12 higher than the limit. 


It should also be noted that the goal of capnography and our measurements are 
completely different. While capnography is a safety monitoring tool to monitor breathing 
physiology under duress, such as anesthesia or in emergency, and can inform physicians about 
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critical situations, our goal was much more modest. We wanted to measure the CO: content in 
inhaled air under NMC. We leave it to further work to determine if and how such elevated 
CO: levels as we found is causally linked to symptoms of sub-clinical or clinical relevance. 


A recent review summarizing 109 experimental studies, 44 of them quantitatively 
concluded that there was ample evidence for adverse effects of wearing face masks °. They are 
prone to induce what is now called mask induced exhaustion syndrome (MIES) with headache, 
fatigue, dizziness as its main symptoms, similar to what Schwarz and colleagues found °. Our 
findings are in support of this and can explain why: Even after a short period of time carbon 
dioxide rises under the mask to unacceptable levels. This is because the fabric prevents free 
exchange of air and because of the dead-space volume of the masks which collects the exhaled 
CO; and provides it for re-inhalation mixing it with fresh oxygen entering the mask through the 
fabric. The process is illustrated in e-Figure 4. 


Our results are robust: We used average values of a series of measurements. We saw the 
same pattern in inhaled air, the important parameter, but also in exhaled and joint inhaled and 
exhaled air, measured by a calibrated and certified measurement apparatus. We 
counterbalanced masks, blinded randomization, stratified the randomization by age, and the 
analyses showed that there were no confounding effects of breathing frequency, mask sequence 
or other variables. We controlled the only potential covariate, age in our main model. 


Limitations of our data can be considered the fact that we only measured sedentary 
children. Because of time restraints we could not conduct a more extended measurement with 
various conditions, such as physical exercise, or relaxed reading. Instead, all children were just 
measured seated. While some of them brought a book and read during the measurement, 
others simply observed the experiment. Further work might consider a more extended period of 
measurement time, real life monitoring or measurement after exertion. Also, long term 
measurements after prolonged mask-wearing after a full school day should be instantiated to see 
whether oxygen saturation of the blood is affected long term. 


One might ask why our baseline measurements were comparatively high, although the 
ambient CO: content was kept well under 0,1 vol% and was on average 750 ppm. This is due 
to the fact that we measured in the vicinity of the face, and exhaled CO: lingers on in traces 
until the next inspiration, producing higher measurements. As we were interested in CO; 
content of inhaled air under MNC this elevated baseline value exerts a conservative effect, 
decreasing potential differences. Hence, it cannot invalidate our findings. Even if one were to 
subtract the difference between our inhaled CO; values under baseline, 2.600 ppm, from 
ambient air content of CO; of about 1.000 ppm, i.e .about 0,16% or 1.600 ppm from all 
measurements to correct for this effect, all our measurements, including that of the child with 
the lowest value, would still be above the limit of 2.000 ppm. 


Another point for potential critique is that we could only exploit every 15" 
measurement that the apparatus provided. This was due to the fact that we used screen capture 
as a safe and visual method of capturing the data, as it allowed for immediate feedback about 
the behavior of the measurement device, and the screen size had to be resized to allow all 
measurements in one display. But as can be seen from the sample screen (e-Figure 1) the 
measurements reached stability very soon and a higher frequency of measurements would have 
produced more stability if anything. But as already those measurements which we took gave very 
stable results, this limitation does in no way invalidate our results. 
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We did not see any change in blood-oxygenation, which was measured non-invasively 
using optical methods. This is likely due to the short time frame of our measurements. This was 
long enough to demonstrate the rise of CO; in the inhaled air, but not to see a change in blood 
oxygenation. It would be interesting to produce such measurements after prolonged wearing of 
face masks and when actual symptoms are reported, which we did not see. 


The measurement equipment we used is medically certified to measure gases in 
medically relevant contexts, such as incubators. It has a sensitivity range and a precision that is 
sufficient for our purpose of CO, measurement between 0 and 20 vol%. Although the system 
has a response delay of 1 second, which rises to 20 seconds if a measurement hose is attached, 
this does not invalidate our data. We only measured one type of gases at a time, for instance 
inhaled air. By manually controlling the type of air that was pumped to the measurement sensor 
during the respective phases, we could make sure that only the type of air that was intended for 
measurement was directed to the measurement sensor. By disregarding data of a 30 second 
duration between those phases we allowed for the system to adapt and to make sure that only 
the type of air intended for a particular measurement phase was considered. 


While the measurement apparatus for measuring ambient air is specifically designed for 
this purpose with a measurement range between 0 and 5.000 ppm, the apparatus used for 
measuring CO? under the mask is designed for a higher measurement range (0-20.000 ppm). 


It should be noted that our measurement set-up is similar to that used by the technical 
gauging of norm values by the German Office of Standards for technical norms of FFP2 masks 
(DIN EN 149; DIN: Deutsches Institut für Normierung - German Institute of Norms; EN: 
European Norm). Results of such measurements have led to the current work-place regulations 
that allow the wearing of FFP2 masks only for 75 minutes, after which a break of 30 minutes is 
required, exactly because the CO; content collects in the mask and the exchange of air is not 
good enough due to the resistance of the material. 


Although we only measured for short periods and every 15 seconds, the short period 
and the roughly 12 to 15 measurements per period were enough to show how quickly carbon 
dioxide rises. Considering the fact that children are only rarely affected by SARS-CoV2" and 
that the evidence that they can be asymptomatic carriers is weak '*'°, we suggest that decision 
makers weigh the hard evidence produced by our experimental measurements accordingly. In 
our view this would suggest that children should not be forced to wear face masks. 


In conclusion we have produced experimental data that show that carbon dioxide 
content in inhaled air rises up to 13.000 to 13.750 ppm no matter whether children wear a 
surgical or an FFP2 mask. This is far beyond the level of 2.000 ppm considered the limit of 
acceptability and beyond the 1.000 ppm that are normal for air in closed rooms. This estimate 
is rather on the low side, as we only measured this after a short time without physical exertion. 
Decision makers and law courts should take this into consideration when establishing rules and 
guidance to fight infections. 


14 


Carbon Dioxide Content Under Nose-Mouth-Covering in Children - Report 9.0 
Sponsoring 


This is an investigator initiated study. There is no external sponsoring, and all members 
of the study team worked free of charge. MWGFD e.V., a public charity, has organized this 
study and covered essential expenses only, such as travel expenses. 


Conflict of Interest 


None of the authors has a conflict of interest. 


Data Sharing 


Data will be provided publicly after acceptance at 
https://osf.io/yh97a/?view_only=df003592db5c4bd lab183dad8a71834f and until then for 


reviewers or on reasonable request. 





Author Contribution Statement 


HW is the guarantor of the study. He wrote the protocol, analyzed the data and wrote 
the first draft of the paper. 


RW is one of two medical consultants of the study. He generated the idea, helped 
organize the study and contributed to data collection, interpretation of the results and writing. 


JP was one of the originators of the study, helped organize it, helped with data collection 
and contributed to writing and interpreting the data. 


AD is the second medical consultant. He helped collecting the measurement data and 
contributed to protocol writing and writing of the paper, as well as to interpreting the data. 


HT is the measurement engineer. He provided the technical expertise and collected the 
measurement data. He produced the original data and helped with data preparation. He also 
contributed to interpreting and writing. 


AK organized the locale for the study, supervised the children and their parents, 
managed the recruitment process and contributed to data collection, as well as interpretation of 
the data and writing. 


SH is the senior author. He was one of the initiators of the study, provided 
immunological and general scientific expertise, contributed to organization, data collection, 
interpretation of the data and to writing. 


15 


Carbon Dioxide Content Under Nose-Mouth-Covering in Children - Report 9.0 


Ethics Statement 
The study was conducted according to the regulations of Helsinki, was submitted to the 
ethics committee of the University Witten/Herdecke, which approved it under Reg.Nr 
2021/22. All children participated at their own free will and could withdraw from the 
experiment at any time and gave written informed consent, as well as their parents, if children 
were under age 16. 


16 


10. 


11. 


12. 


13: 


14. 


15. 


Carbon Dioxide Content Under Nose-Mouth-Covering in Children - Report 9.0 


Literature 


Jefferson T, Jones M, Al Ansari LA, et al. Physical interventions to interrupt or reduce 
the spread of respiratory viruses. Part 1 - Face masks, eye protection and person 
distancing: systematic review and meta-analysis. medRxiv. 
2020:2020.2003.2030.20047217. 

Xiao J, Shiu EYC, Gao H, et al. Nonpharmaceutical measures for pandemic influenza in 
nonhealthcare settings - personal protective and environmental measures. Ermerging 
Infectious Diseases. 2020;26(5):967-975. 

Kappstein I. Mund-Nasen-Schutz in der Offentlichkeit: Keine Hinweise fiir eine 
Wirksamkeit. Krankenhaushygiene up2date. 2020;15(03):279-297. 

Cowling BJ, Ali ST, Ng TWY, et al. Impact assessment of non-pharmaceutical 
interventions against coronavirus disease 2019 and influenza in Hong Kong: an 
observational study. The Lancet Public Health. 2020. 

Chu DK, Akl EA, Duda S, et al. Physical distancing, face masks, and eye protection to 
prevent person-to-person transmission of SARS-CoV-2 and COVID-19: a systematic 
review and meta-analysis. The Lancet. 2020;395(10242):1973-1987. 

Bundgaard H, Bundgaard JS, Raaschou-Pedersen DET, et al. Effectiveness of Adding a 
Mask Recommendation to Other Public Health Measures to Prevent SARS-CoV-2 
Infection in Danish Mask Wearers. Annals of Internal Medicine. 2020. 

Matuschek C, Moll F, Fangerau H, et al. Face masks: benefits and risks during the 
COVID-19 crisis. European Journal of Medical Research. 2020;25(1):32. 

Kisielinski K, Giboni P, Prescher A, et al. Is a Mask That Covers the Mouth and Nose 
Free from Undesirable Side Effects in Everyday Use and Free of Potential Hazards? 
International Journal of Environmental Research and Public Health. 2021;18(8):4344. 
Schwarz S, Jenetzky E, Krafft H, Maurer T, Martin D. Corona children studies "Co-Ki": 
First results of a Germany-wide registry on mouth and nose covering (mask) in children. 
Research Square Preprint: Non-peerreviewed preliminary publication. 2021. 
Umweltbundesamt. Gesundheitliche Bewertung von Kohlendioxid in der 
Innenraumluft [Health assessment of carbon dioxide in air within closed rooms]. 
Bundesgesundheitsblatt - Gesundheitsforschung - Gesundheitsschutz. 2008;51(11):1358-1369. 
Lubrano R, Bloise S, Testa A, et al. Assessment of Respiratory Function in Infants and 
Young Children Wearing Face Masks During the COVID-19 Pandemic. JAMA Network 
Open. 2021;4(3):e2 10414-e2 10414. 

Goh DYT, Mun MW, Lee WLJ, Teoh OH, Rajgor DD. A randomised clinical trial to 
evaluate the safety, fit, comfort of a novel N95 mask in children. Scientific Reports. 
2019;9(1):18952. 

Traindl H. Kohlendioxid-Messungen der Luft unter MNS-Masken [Carbon dioxide measurement 
of air under standard mouth-nose protection masks]. Vienna: Traindl-consult;2020. 
Oberrauch B, Adami M, Gutweniger U, et al. Ist der Gebrauch von Mund-Nasen- 
Bedeckungen in der Gesamtbevölkerung eher schädlich als nützlich unter Berücksichtigung der 
CO; Konzentration? Luftqualität während des Tragens von Mund-Nasen-Bedeckungen mit Mini- 
Review [Does the use of a mask covering mouth and nose confer benefit or harm on the 
population: Air quality while wearing a nose-mouth coverage and minireview]. Bolzano2020. 
Institut für Arbeitsschutzt der Deutschen Gesetzlichen Unfallversicherung. Datenblatt 
Kohlendioxid [Datasheet Carbon Dioxide]. IFA Gestis Stoffdatenbank 2021; 
https://gestis.dguv.de/data. Accessed 25.07., 2021. 





17 


16. 


17. 


18. 


19. 


Carbon Dioxide Content Under Nose-Mouth-Covering in Children - Report 9.0 


Butz U. Rückatmung von Kohlendioxid bei Verwendung von Operationsmasken als hygienischer 
Mundschutz an medizinischem Fachpersonal [Respiration of carbon dioxide when using surgical 
mask as hygienic mouth covering in medical personnel]. München: Klinikum Rechts der Isar, 
Technische Universität München; 2005. 

Ludvigsson JF, Engerström L, Nordenhäll C, Larsson E. Open Schools, Covid-19, and 
Child and Teacher Morbidity in Sweden. New England Journal of Medicine. 
2021;384(7):669-671. 

Brandal LT, Ofitserova TS, Meijerink H, et al. Minimal transmission of SARS-CoV-2 
from paediatric COVID-19 cases in primary schools, Norway, August to November 
2020. Eurosurveillance. 2021;26(1):2002011. 

Macartney K, Quinn HE, Pillsbury AJ, et al. Transmission of SARS-CoV-2 in Australian 
educational settings: a prospective cohort study. The Lancet Child & Adolescent Health. 
2020;4(11):807-816. 


18 


Carbon Dioxide Content Under Nose-Mouth-Covering in Children - Report 9.0 


Carbon dioxide 


Supplement 








FFP2-Mask FFP2-Mask FFP2-Mask Surgical Mask Surgical Mask Surgical Mask 
inhaled and inhaled air exhaled air inhaled and inhaled air exhaled air 
$ exhaled air exhaled air 
ithoutMask accumulated accumulated Without Mask 
«| Baseline under mask under mask Baseline 
inhaled air (oint FP) (Joint OP) | Inhaled air 
4 is ON a LEN ik \ 
“ y s f A \ 
fer? Wii N A f 
a j N - ! r \ a | a ON f \ 
J VN / \ | 
S- o O ARE IE BE EEE EEE ER DE DE DB DE BE ES DE DE U U I EU ER I SSSSSSSSSSSS u". srz ti — 





e-Figure 1: Typical sample of a measurement protocol with phases for one child; each 


bar represents a sampling interval of 15 seconds; measurement unit is vol% of CO3; 0,1%vol is 
1’000 ppm 
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e-Figure 2 - Baseline and post-baseline measurements; mean CO; values (vol%) + 95% 
confidence intervals (whiskers) 
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e-Figure 3 - Box and Whisker Plots of CO; values for different measurement phases (Baseline, 
Baseline post, joint air under surgical mask, inhaled and exhaled air under surgical mask, and 
joint air, inhaled and exhaled air under FFP masks); given are means, means + standard 
deviation and 95% confidence intervals (whiskers) 
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e-Figure 4 - Breathing without and with mask: the mask provides dead space volume 
which collects exhaled CO; which is then successively mixed with fresh air and re-inhaled 
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e-Table 1 - Masks and producers used and certifate number 





Producer 


Mask Type 


CENo 





Jiandi 


KN95 Respirator FFP2 


EN 149:2001 + A1:2009 





MPG Healthcare 


Particle filtering half-mask for 
children FFP2 LS9688 FFPS NR 


0370 EN149:2001 +A1:2009 

















Schaeffer MNS surgical mask 3 layered type EN 14683 
II 
ToyTrade One-way mask for children Not available 





e-Table 2 - Breathing Frequency and Pulse 


























Mean (SD) n 
Breathing Frequency pre 21,87 (4,79) 45 
Breathing Frequency Mask 1 | 23,33 (6,92 45 
Breathing Frequency Mask2 | 22,84 (6,69) 45 
Pulse 78,93 (10,76) 43 
Pulse post Mask 1 80,12 (10,54) 34 
Pulse post Mask 2 82,61 (10,69) 39 
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